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UNCLASSIFIED 

PAGE 01 GENEVA 12227 091704Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 10-14 ISO-OO /032 W 

014910 100657Z/13 

R 091647Z AUG 78 
FM USMISSION GENEVA 
TO SECSTATE WASHDC 3066 
INFO AMCONSUL FRANKFURT 
AMCONSUL ZURICH 

UNCLAS GENEVA 12227 

E.O.l 1652:N/A 
TAGS: ASEC 

SUBJECT: WALK-THRU METAL DETECTOR 


Message Text 


REF: FRANKFURT 6007, STATE 189037 

1 . ZURICH HAS RECEIVED WALK-THRU METAL DETECTOR. REQUEST 
REPLY TO FRANKFURT’S 6007. SORENSON 


UNCLASSIFIED 
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